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[Abstract:] Report relative to the Coining Press of the Ferracute Machine Co. 

Mint of the United States at Philadelphia, Pa. 

Coiner’s Office, 

March 23, 1891 

Hon. O.C. Bosbyshell 
Supt. 

Sir: 


I have the honor to state that in obedience to your instructions, Messrs. Samuel James and 
A.W. Downing, called at the works of the Ferracute Machine Co., Bridgeton N.J. on the 21st 
inst., and report the following relative to the coining Press brief by said company for this Mint to 
wit: 

In its present condition it is entirely unfit for the requirements of our work. The points in 
which it fails are 

1st: The construction of feed motion is unreliable. 

2nd, the means for regulating the pressure is unsatisfactory. 

3rd, There are no means provided to prevent the dripping of oil from the joints above the 
table, flooding the same thereby damaging the coins. 

4th, The present arrangement of the tube on the table is unsatisfactory, it being located 
too close to the movable toggles. 

5th, The delivery of the coins from the Press is not sufficiently convenient to admit of a 
ready examination of the pieces by the operator. 

While the Press in the construction of the housing is ample for strength and rigidity, yet 
the failure in details as enumerated above would not have it prove a satisfactory machine for our 
needs. 


Very Respectively, 
N.S. Steel 
Coiner 



